the equipment and "regularly walked and stood sufficiently close to  the
pinch point  to be subject to injuries."    The Secretary listed several
other functions which caused the operator of the equipment and other
labor personnel to stand "regularly close to the pinch point,     andte
asserted  the functions are "usually performed while the equipment  IB  in
operation."

Citation No.   362882 alleged that a self cleaning tail pulley on a
log washer belt conveyor was not guarded.    Missouri Gravel stated the
pulley was guarded by its very location in that  it was not  located on a
regular travelway.    It asserted the pulley was not  in an area where
workmen would be stationed during normal operations and  that  the pulley
was several feet above the ground.     The Secretary did not agree that   the
pulley was properly guarded by reason of its very location.     He also
disagreed it was not on or near a normal travelway.     He asserted  that
the operator of the equipment and labor personnel were required to
regularly move under and regularly stand under  the pulley  to oil it,   to
put antifreeze on it,  to check its alignment and to work under it with
shovels.     These persons, he asserted,   "could be injured by moving their
hands or heads close to the pulley."

Citation No.   362887 alleged the ballast  conveyor drive pulley was
not guarded.    Missouri Gravel asserted that a chain barrier,  which was
located approximately 2 feet from the pulley,   and a warning sign properly
guarded the pulley.    It stated that the only time a person would be in
the area would be for maintenance purposes and that  the conveyor would
not then be operating.    The Secretary responded that  a person could be
caught in the pulley by reaching a hand over the chain barrier or by
walking under or over the chain.     He stated  that  "[t]he operator of the
equipment,  labor personnel working with him and maintenance personnel
regularly moved or stood close  to the pinch point."    He asserted these
personnel could go sufficiently close to the pulley to be injured for
several reasons and that when they did go that  close "the conveyor
usually was in operation."

Citation No.   362889 alleged that a dewatering screen drive pulley
was not guarded.    Missouri Gravel asserted the pulley was  "adequately
guarded" by a pipe barrier which had to be turned or lifted to reach  the
pulley area.    It also asserted that only maintenance personnel would go
into that area for maintenance purposes or to check the oil  gauge and  at
those times the conveyor drive would not be operating.     The  Secretary
asserted the pipe was not a guard because "it could be removed by  any-
body walking in the area."    He also asserted that the operator of  the
equipment,  labor personnel working with the operator and maintenance
personnel "were in the area and walked close to  the pinch point  for
several reasons."

Citation No.   367379 alleged the drive pulley for the main incline
belt was not  guarded and that a start  switch for the belt was 1-1/2   feet
from the bottom of the pulley.    Missouri Gravel asserted  the pulley was
guarded by an angle iron barrier and that the pinch point of the pulley
was  3 feet 9 inches from the barrier.     It also asserted the pulley was
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